IT. 13, (vi)

PATA OF HIGH BAMS IK INDIA

. STTPPLEMBNTAEY INFORMATION

\l) Constructional features

Changes introduced in the plans The original work consisted of two
of the dam an<lm the method of carry- earthen dams, smaller and bigger,
ing out the work                       " Smaller one existed on the Bast

side and the bigger one on the West.
The dam on the East side used to
breach and it was substituted
by a masonry dam which was
started in 1888 and completed in
1890.

(3) Noteworthy   occurrences   and ac-
cidents

Slips occurred in the dam in 1904,
1910, 1914, 1919 and 19^6. It was
due to the outlet, being on the left
side and the canal water be ng taken
to the right side over the outer slope
of the dam, percolation from wh ch
caused slips in the body of the dam.
In 1923, a new outlet was construct-
ed on the right side, and since then-
there have been no slips.

Operation of the dam

(a)  Regulation

(b)  Silting of the reservoir
(i) Total silt deposited
(ii) Bate of silting

(Hi) Density of the silt deposit-
ed

(w) Bate of advancement  of
delta

yield as against esti-
mated

(d) Various measurements and ob-
servations

(i) Evaporation losses

(ii) Sweating below the dam
(Hi) Temperature measurements
(it?) Seepage     and   regenera-
tion

* (e) Fish culture

(f) Anti-malaria measures
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(a) Oultet
meter.

sluice 12 inches dia-

(i) 5 feet depth is allov* ed for all
losses